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Fig. 5. Interlab Test #6 (Oct 90-Mar 91) 
"Nicotine' Regression (End Points) 


Lab 

Slope 

Intercept 

R.J. Reynolds 

1.04 

-0.004 

Liggett 

1.03 

-0.021 

American 

Tobacco 

1.01 

0.001 

Brown & 

Williamson 

1.01 

-0.019 

Lorillard 

0.98 

0.010 

T1TL 

0.97 

0.012 

Philip Morris 

0.96 

0.021 


Nicotine Mean, All Laboratories 


Source: https://www.industrydocuments.ucsf.edu/docs/xyyk0001 








